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Message Text 


UNCLASSIFIED 

PAGE 01 KUWAIT 03249 081356Z 
46 

ACTION NEA- 12 

INFO OCT-01 EUR-25 ISO-OO SSO-OO NSCE-00 INRE-00 USIE-00 

CIAE-00 DODE-OO PM-07 H-03 INR-10 L-03 NSAE-00 NSC-10 

PA-03 RSC-01 PRS-01 SS-15 SY-10 USSS-00 EB-11 FAA-00 

DOTE-OO IO-13 VOE-OO SCA-01 SR-02 ORM-03 AF-10 FBIE-00 

RSR-01 /142W 

043557 

O 081324Z SEP 73 
FM AMEMBASSY KUWAIT 
TO SECSTATE WASHDC IMMEDIATE 7606 
INFO AMEMBASSY AMMAN IMMEDIATE 
AMEMBASSY BEIRUT IMMEDIATE 
AMEMBASSY JIDDA IMMEDIATE 
AMEMBASSY PARIS IMMEDIATE 

UNCLAS KUWAIT 3249 

E.O. 11652: N/A 
TAGS: PINT KU 

SUBJ: GUNMEN AND HOSTAGES STILL IN KUWAIT 
REF: KUWAIT 3233 (NOTAL) 

1. CAPTORS HAVE NOW RPT NOW AGREED TO RELEASE HOSTAGES IF THEY 
ARE GIVEN SAFE CONDUCT TO PLACE WHERE THEY WILL BE GIVEN ASYLUM. 
GOK HAS AGREED IN PRINCIPLE BUT AS OF 1200Z SEP 8 THERE STILL NO 
INDICATION AS TO WHEN OR IF MOVEMENT WILL BEGIN. CAPTORS AND 
HOSTAGES REMAIN IN KUWAIT AIRWAYS PLANE AT AIRPORT. 

2. PALESTINIAN CAPTORS HAVE ADMITTED TO KUWAITI AUTHORITIES 
THAT THEY ARE NOT RPT NOT A PART OF ANY ESTABLISHED FEDAYEEN 
GROUPING. THEY CONSIDER THEMSELVES IN THE VANGUARD OF THE PALES- 
TINIAN STRUGGLE. AHEAD OF AND SUPERIOR TO OTHER GROUPS. 

3. NEWS REPORT THAT CAPTORS DEMANDED AUTOMOBILE TRANSPORT TO 
UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 KUWAIT 03249 081356Z 

SYRIA APPEARS TO BE ERROR. OUR INFORMATION IS THAT PLO REP HERE 
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OFFERED (WITH APPROVAL GOK) TRANSPORT GUNMEN SAFELY TO IRAQI 
BORDER IF GUNMEN WOULD RELEASE HOSTAGES. LATTER DECLINED. 

STOLTZFUS 


UNCLASSIFIED 


NNN 
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Message Attributes 


Automatic Decaptioning: X 
Capture Date: 01 JAN 1994 
Channel Indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: PARAMILITARY FORCES, AIRCRAFT HIJACKING, HOSTAGES 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 08 SEP 1973 
Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1973KUWAIT03249 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: n/a 

From: KUWAIT 

Handling Restrictions: n/a 

Image Path: 

ISecure: 1 

Legacy Key: Iink1973/newtext/t19730947/aaaabiig.tel 

Line Count: 64 
Locator: TEXT ON-LINE 
Office: ACTION NEA 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: 

Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: KUWAIT 3233 (NOTAL) 

Review Action: RELEASED, APPROVED 
Review Authority: boyleja 
Review Comment: n/a 
Review Content Flags: 

Review Date: 07 SEP 2001 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <07-Sep-2001 by reddocgw>; APPROVED <12 FEB 2002 by boyleja> 

Review Markings: 

Declassified/Released 
US Department of State 
EO Systematic Review 
30 JUN 2005 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: GUNMEN AND HOSTAGES STILL IN KUWAIT 
TAGS: PINT, KU 
To: STATE 
Type: TE 
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